WORLD'S LARGEST BUREAU 
Office Chamber of Commerce. 

27 feet wide, 14 feet deep, 32 feet high. 
HIGH POINT, N. C. 


GENUINE CURTEICH'CHICAGO “c.T. ARTCOLORTON E*' POST CARD (REG. U. s. PAT. OFF.) 


POST CARD 


PLACE 

STAMP 

HERE 

IB-HI2St 































